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EFFECTONDWG | 
DO Inc. X UNINC. 


7 na. l 


/ EFE NEXT ORDER 


ct va wr 
APPROVED py: | NGF: ČD MEG Dèt 


TRANSACTION CODES [TC]: | REASON: REVISED DELTA NOTE 1 & 2. 


A-ADD C- CREATE 
R-REVISE D-DELETE L oo 


NA N A 
ÀN MATERIAL: AISI 304/ 316 SS SHEET .062 THK 
(REF DART SPEC. M304516GA) 


ZÒ MATERIAL: AISI 304/316 SS 0.500 OD X 0.049 WALL 
(REF DART SPEC. M304TRO.500WO.049) 
ENSURE SEAMLESS TUBE IS USED 
- ANA NAM ai o o tll ll N e 
Z3N FINISH: HARD ANODIZE IAW MIL-A-8625 TYPE Ill, CLASS 2 
COLOR BLACK; 
CARDINAL 4860-50 PRETREATMENT PRIMER 
PRIME IAW MIL-P-23377J TYPE | CLASS N 


4. DEBURR AND BREAK ALL SHARP EDGES 


5. WELDS IAW MIL-STD-2219. 
TIG WELD WITH FILLER ROD 


: m CHANGE CATEGORY | DER REVIEW REGUIRED 
DOCUMENTS EFFECTED: U] MDL CI INSTALL INSTRUCTIONS LI ICA CI FMS CI BOM MAJOR 58 MINOR ca YES Bi NO 
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NOTES: 


| ZAN MATERIAL: 6061-76 ALUMINUM IAW AMS-QQ-A-250/11; 
A) 062" THK. 
| ZAN MATERIAL: 6061-76 ALUMINUM IAW AMS-WW-T-700/6 
| .500" OD: .062" WALL THK 


A FINISH: HARD ANODIZE IAW MIL-A-8625 TYPE Ill, CLASS 2 
| COLOR BLACK; 
CARDINAL 4860-50 PRETREATMENT PRIMER 


E, 


PRIME IAW MIL-P-23377J TYPE | CLASS N 
| 4. DEBURR AND BREAK ALL SHARP EDGES 
l 5. WELDS IAW MIL-STD-2219. 
TIG WELD WITH FILLER ROD 
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